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IN WASHINGTON 


pacivs 


lodav's huge generatin ca 


plus giant new expansion programs now 
planned will not be cnough to meet the power necds 


of he eflort, 
Oseur I ( hapman warned the 
Electric Ltility Defense 


Pp . A proposal has reached President Truman 
from the Tennessee V alley 


national defense 


Interior Secretary 


first meeting of the 


Advisory Council Oet 19 
Authority that a high dam 
and a 130,000-kw hydroelectric plant be built on the 
Cumberland River in western Kentucky in lieu of two 
amaller non-power dams now pli nned p 5) The 
Bureau of the Budget has slashed Department of In 
terior the fiscal but 


effect on power projects is anticipated 4p 11) 


funds for 


present year, little 
Niagara Falls Power Co has been ordered to set aside 


half its earnings above 6% in an amortization reserve 
by a precedent-setting Federal Power Commission 
decision issued Sept 27 (p 14). 


ELSEWHERE Edison Electric Institute 


leased the results of its eighth semiannual survey of 


has re- 
the nation’s power supply. It contradicts Secretary 
Chapman by claiming that the nation’s power supply 
is ample (p 4) Gwilym A. Price, president, West- 
inghouse Electric Corp told the lowa Utilities Associ 
ation that inflation is the scourge of our generation 
(p 11) In appealing for the curtailment of non- 
essential government spending. Clark W. King, vice 
president, Allegheny Ludlum Steel Corp, warned the 
National Farm Electrification Conference that “You 
ean't make an atom bomb in a pork barrel” (p 12) 


Practically all manufacturers will 


industrial 


use inhibited 


transformer oil in the 


future, the L&D committee 


was told p 13 And 


power sales ire 


zooming |p 30 


shall Pla 


The 


have a rate 


The lto rule 


stitutionality of Wisconsin's publie utility anti-strike 


CIO) United 


Supreme Court has agree 


on the con 


law. The law has be en challe nee d by the 


Gas, Coke, and Chemical Workers Union 


The Hydro-Electric Power ( 


spendir ge money at the rate of $460.000 a day to expand 


yrrerr $10 1? Ontario 


its system 


Can wages of electric utility 


employees be con- 
Act of 1950? 
No one knows for sure. Interior lawyers are inclined 
to think not 


trolled under the Defense Production 


because wage and price controls gen- 
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erally are tied together in the act and utility rates are 


exempt trom 


price control. Economic Stabilization 


Agency officials sav ves——by 


left the 


But neither group wants to be definitely 


specifying only price 


exemption Cong 


door for atility 


open 


wage control 


mmitted to an opinion. 


trend toward cost-ol 


Although 
431 recent set- 


’ 


t shown up in utility labor contracts 
National 
/ 


scliosed 


{fairs survey of ! 


90 such clauses, only one was found 


utility contracts examined f{hout hal/ the utility 


reements gave wage increases o} 4 


o 6¢@ an hour 


Latest round in the 
FPC: Both 


have filed separate, new proposals for serving the en- 


natural gas for New England 


scrap at 


Algonquin and 


Northeastern 


tire area 


In addition, Algonquin has filed another 


new plan for dividing the territory with Northeastern. 


Vational income for the second quarter this year was 


l $29 billion 


ual rate o 
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compared with rates of 
and $218 billion 


st quarter of 195/ 
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Notes From The News 


Jekyll Island, Ga., is now being served by Georgia 
Power Co. A 


of T S. Hi 


Highway has been « ‘ 


transmission line from the 


intersection 


hway and the Wavycross-Brunswick 


gized to 'v the island re liable 


electric 


service \ county court jury has decided 


Dallas Power & Light ¢ 


$1.000 for a 25-acre site east of 


that lexas) o should pay 


Dallas on which it 


pl ins to build a steam pl int. The owner of the prop- 


erty filed suit to colle: 


t $65,000 after re fusing a con 
jlemnation beard’s recommendation 


Rantoul 


diesel engine 


of a $2,700 pay- 
ment liL.. City Couneil has ordered two 
enerating units with a combined capa- 
city of 2.466 hw 


The 


the second unit 


for the city’s municipal electric light 
unit will be installed by Dee 15 and 
1951 


plant. first 


some time in 


134, Ne 18 





.S. Power Supply Ample, EEI Claims 


Survey of Nation's Capacity Indicates December Reserve Will Be 
Over 11%; 2 Areas Short; Korean Strife Boosts Equipment Orders 
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Lighting Troubles Hard to BEAR 
... Get Sylvania for EXTRA LIFE 


2-YEAR TEST TELLS WHY SYLVANIA’S YOUR BUY! 


Two years ago Sylvania Electric EXTRA LIFE’ FOR YOU 
introduced an improved, longer 
lasting fluorescent tube. Since that 
time, this company has conducted 


Of the many tubes tested, only 
Sylvania Tubes averaged 7500 
hours. In terms of outstanding 
a continuing program of rigid durability, this means that these 
comparative tests to definitely es Sylvania Fluorescent Tubes pro- 
tablish Sylvania’s dependability vided an “Extra Life” of from 
aud longer life 2500 to 3000 hours .. . equivalent 
in offices and factories to an en- 
tire extra year of lighting life. 
BRIGHTNESS MAINTAINED 
THROUGHOUT LIFE 
In addition, the tests proved that 
Sylvania Fluorescent Tubes stay 
brighter 
Naturally, all test conditions for 
ill tubes were identical. Continua 
ing tests today show no deviation 
from the original findings 


For full information about the 


These tests are~being made with complete line of Sylvania Fluo 
the most popular types of tubes reseent Tubes and the savings they 
produced by Sylvania and other hold for you, mail the coupon 
manufacturers today! 


_—.— = 
~~ 


Sylvania Electric Products Ine. 
Dept. L-2511, 1740 Broadway 


New York 19, N. ¥, 
See Sylvania’'s 


‘Beat the Clock 
on CBS-TV 


SYIVANIA* ELECT RIC 


FLUORESCENT TUBES, FixTuRt TUBING. WIRING DEVIC T RULES, RABID TUBES TELEVISION PICTURE TUBES. ELICTROMIC 
PRODUCTS, ELECTROMNC TEST EQUIPIRENT. PHOTOLAMPS TELEVISION SETS 


OS ma a ae 
Or a ae? 
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a large western substation, these four 
utotransformers are each rated at 15,000 kva, 
down the transmission voltage of 112,500 to 
Each has a tertiary winding of 6,667-kva ca- 
) volts for operation of a synchronous 

The inert gas pressure system for oil preser- 


three-stage pressure regulating equip- 


sre designed to withstand full vacuum 


other Moloney transformers, 


” % BUSHINGS ONE OF THE FINEST COMPONENTS 
OF ANY TRANSFORMER......... 





VM NOW FILLED WITH “WA/2/7202. .. THE NEW INHIBITED 
MOLONEY TRANSFORMER OIL...WITH 4} TIMES LONGER LIFE... 


AT WO EXTRA COST/ 


You can really hang ‘em and forget ‘em 


now! We recognize that distribution 
transformers are subject to great abuse. It 
is often economical to operate transformers 
at great overloads during peak load periods 
and impractical to include them in a 
regular maintenance program. Moloney 
HiperCore Distribution Transformers now 
are filled with “Inhibitol’’ which has a 
maintenance-free life as much as 4). times 


greater than non-inhibited transformer oil. 


Sales Offices in all Principal Cities 


FACTORIES AT ST. LOUIS 20, MO., AND 
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VEARS OF OIL LIFE 


TORONTO, 


ONTARIO, 


‘Inhibitel’, the new trans- 

former oil that is now 
standard in all Moloney 
Distribution Transformers 
at no extra cost, greatly 
increases the normal main- 
tenance-free life of trans- 
formers. The inhibitor 
greatly retards (1) oxida- 
tion, (2) formation of acid 
which attacks insulation, 
and (3) formation of 
sludge which slows heat 
transfer. Chart shows 
result of comparative test 
of non-inhibited trans- 
former oil and Moloney 
‘Inhibitol”. 


CANADA 





VOIDLESS COMPOUNDING 
PLUS 
= EASE OF INSTALLATION 


The NEW Shape “A” 3 Conductor P01! Pothead 


Proper compounding elimi 
trouble-making voids in the body 
hape “A” pothead 

After assembly, a special reservoir 


! 


tached to the pothead at d heated 


yuund is poured until the pothead 


wl 
i 


servoir ire completely hl 

he large reservoir holds ar iple con 
ind to fill any space left by shrinkag 
compound cools and the reservoir 
gned so compound is forced into ever, 

evice in the pothead hody 


sha “ \ yx 
disassembled to 
permit quick ind « vy cable connect 


Individual porcelains and entire front 
ite are separate removy ible units. The 
rge opening in the front of the body per 

nuts easy training of cable conductors and 

irranging them in proper phase relation 
ship. Before essembline the li id with porce 
the conductors are cut to correct 
connectors attache and stress 

cones apphed 
Resistoy! gaskets on ill joints insure 


ill protection for your cable terminations 


Ihe slope of pores lainsu tiis ‘pole top 
pothead provides proper clearance from 
live ¢ ible ends to ground. No bends in : ; ee See ee -~ 


eservour ore seporote units in the new Shope 


conduit risers are needed to get proper alata Cokes 


clearance when pothead is mounted or tsassembled 


pole tops or gre ded structures. Cables 
fan out pr rh rv best external con 


nection 


shed with either wiping sleeve or stuffing box cable entrances. Aerial lugs 
ible. Standard ratings are 7,500, 15,000, and 23,000 volts 


Write or ask our engineering representatives for further information on the new Shape “A” pothead. 


ELECTRIC SPECIALTY COMPANY. 
7780 DANTE AVENUE + CHICAGO 19, ILLINOIS, U 


Representatives in principal cities. In Canada, Powerlite Devices, Ltd, “gt 





Union Electric Co: and B. F. Pickord, president, Interstate Power Co 
left, president, Weconsin Power 


PARTICIPANTS in panei, “Keeping Aheod of the Electrical Growth 
Left to nght are C P. Conrad in right pane! visitors Grover Neff 
lowa & Light Co, and Gwilym A. Price, right, president, Westinghouse Elec 


tric Corp, get J T. Schilling, lowa Power & Light Co, mto the center 


m lowe,” have u preliminary chat 
president, lowa-lilimors Gos & Electric Co: $ C. Dows, president 
Electric Light & Power Co, RE Moody, executive vice president 


N. B. Gussett, president, lowa Power & Light Co; M. L. Kapp, execu 


SPEAKERS at Management Conference of the lowa Utilities Associa 
and association president 


tion included H. L. Mann, left, vice president, lowa Southern Utilities tive vice president, Interstate Power Co 
Co. Ashton B Collins, originator of Reddy Kilowatt; and Col H $ and Ben Webster, secretary manager of the association, are ol! smiles 
Bennion monaging director Edison Electric Institute. In right panel as they confer before the first conference session opened at Des Moines 


Price Tells lowa Group, ‘Inflation 
Is the Scourge of Our Generation’ 


Interior Fund Slashes 
Affect Power but Little 


Interior has hae 
wresent fiscal yea 
iu of the Budget 

100 cut will be taker 


thos 


military matters Even thougt 


ocial welfare programs may he. not ' rected toward 


cessarily are, what the country needs f I ind underst 
later vears 


es. He added that power pro; ‘ ill be affected little 


can't aflord them now. Four months ship, now and in Reclamation, but 
ifter the invasion of the Korean Re trola: rates: and tax 
same socialism has been losing ground in the 


reflected in earmarked for power Folsom Dam 


reject in Califernia lost $1,580,000 


I 
kates Park project in Colorado was cut 


public we are still running the Only $3,188,000 will come from funds 


pork barrel program we ran ast three vears this is 


gr ab bag 


n the years between the wars statistics on local elections involving 


Don Hoover, Bozell & lacobs, as public power 


serted that the utility industry is one of In discussing rural lead building $1.5 millior 
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FARM ELECTRIFICATION CONFERENCE brought together left RL Foster, Capper's Farmer, P. D. Senders, Southern Planter; and 
to right, E 3. Giidehous, Union Electric € t Missour:, E. C. Easter Russell Gingles, National Electrical Monutocturers Association 


< 


Alabama Power ¢ and W. Seylor, Kelvinctor In right pene! ore Attendance at the conterenc was drawn from 28 stotes and Canode 


‘You Can't Make A-Bomb in a Pork | heme Keating fe 


g larmers. Lhas 

’ " nt it it neral and panel 
Barrel,’ Farm Conference Warned ) urly that concerned 
i | bh * under tite 

s Myra Robinson 

American Farn 

inked in interest 

r of Detroit Edison's 

bh cited the cost 

iggest obstac le 

who to I tich appears limited to 

increase very rapidly 

twenties by the power mong people willing to pay the cost 

manufacturers joined industry must not allow itself to 

mmittee on the Rela velop ar attitude towards 

present rates do 


should be 


AMONG THOSE PRESENT ot the Fifth Notiono! Form Electrifica In the right panel are J. R. Cobb, Frigidaire; R. H. Gates and 


tion Conterence were, lett to nght, Lomor Tilley 


ond C. W. King C. H. Seybold, Notional Rural Electric Cooperative Association; and 
Allegheny Ludlum Stee! Corp, and A H Hemker, Generol Electric Co W. F. Keepers, Born Equipment Association 
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Transformers to Have Inhibited Oil, 
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FINANCIAL 


YIELDS (%) — Operating Electric Utility Securities 


Pretersed Srocks Common Stocks 


FINANCIAL BRIEFS 


Dota. Reis & Chandler, inc 
action | 


Washington Cities Vote 
tor Municipal Ownership 


FPC Sets Up Precedent 
for Licensee Amortization 


\ 
\\ 


\ re ka Pow i 


Utilities 


Monongahela Power 


t mplove eel 


Electric Utility Financing—October 14-21 
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When it blows, 
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Consumption of Power 
in Canada Still Rising 
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NEWS ABOUT PEOPLE 


TWO NEW VICE PRESIDENTS have been oppointed by Triangle Conduit & Cable Co, 
left) will be in charge of sales, ond Carl S. Menger 
will divect purchasing. Quinn has been with the company for 13 years and Menger tor 5 yeors 


New Brunswick, N. J. Thomos M. Quine 
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NEW ELECTRICAL CONSTRUCTION 


al construction projects announced by private 


nvolving more than $70,000. Also listed are major 


where electrical work is indicated of plied 


UTILITIES Ark., Little Roek 


Proposed Construction $500,000 


Nevada 


hy Loulervtle 


#8 600 900 
© 


- . Mich Detroit 
Napoleon H. Bosnton ’ 
are 
6250 000 


Mixs Hilext 
M A 


£40 800 e006 
’ : 
Fiorida I 


$4,000,000 
Al4 s200 0006 


y Hin 
Jacksons ille 


North Dakota 


d 
srasoua 
Ohte 


le 


INDUSTRIAL, COMMERCIAL 
& PUBLIC BUILDINGS 


Proposed Construction 


$5,000,000 


60.000 


$19,000,000 


Bart vile . “Oo oor 


£9 600 000 


Te. Dallas 


$3.000 000 


Low Bidders & Contracts 
Low Bidders & Contracts Awarded 
Awarded Tens.. Memphis—-E. I du ! 


Fred W Ragnall ? \ i I t Bide Ww 
sand) Oklahoma h s a ; plant of 
! wn f Approx. 87,500,000 
r Wash. Longview Wevyerhauser 7 
ent of Detroit } . lied t ~~ ree « 


ndent ‘ } 


‘ 3 1 Ride Tacoma. er 
H oined Detroit Lis } nd \ 1 raft pu t lL. Hoffm 
2s W mbia St Portia 
etired ino Octols a . at s? 600 000 
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From copper rod to finished cable all components of 
Roebling electrical wires and cables are manefactared 
in Reebling’s own plants. Painstaking care, research, engl. 
neering aed modern precision machines ere your exsur- 
ance of highest quality 


ELECTRICAL WORLD e@ October 


who watch costs 
specify Roebling 
ROEPRENE Parkway Cable 


THERE'S ONE BIG and deciding reason 
for <« hoosi iv’ Roebling ROEPRENE Pa k 
it enables y« avoid the 


werground duct system 


rhis cable is made tor direct underground 
installation. Only a two- or three-foot 
trench is needed. And as soon as the cable 
is out of sight, you can put it out of mind 
There'll be no service troubles from wind 
or weathe1 ife physical protection is 
assured by the non-metallic armor of a 
ROE PRENI 1 

Roebling noerrene Parkway Cable 
has rapidly be come at yp ¢ h vice tor series 
street lighting, parkway boulevard light 
ng, traffic signal, fire alarm, flood light- 
ing, railroad yard, signal and many othe 
circuits. It is available in single and mul 
tiple conductor types—solid or stranded- 
in a range from 600 to 5,000 volts. 

Have your Roebling distributor or 
Roebling branch office help select the best 
cable for your special needs John A 
Aoebling’s Sons ¢ ompany, Trenton 2, 
New lersey 


ROEBLING 


A CENTURY CONFIDENCE 


itlanta, 94 Aven Ave. * Boston, Sleeper St. * Chicage, 


WB. Reesevelt Road * Cincinnati, 3253 Fredonia Ave 
* Cleveland, 10) St. Clair Ave., N. BE. ® Denwer, 4801 Jack- 
on St. ® Houston, 6216 Nevigation Blvd. * Les Angeles, 

S$. Alameds St. ® New York, 19 Rector St a 
* Philadelphia, S. Twelfth St. * Portland, 

x. th Ave * San Francisco, 11 


teenth St. * Seattle, 900 First Avenwe § 





you can 6e SURE... t¢ irs 
Westinghouse 
Ss 


pes 
drt 


Single-feeder CSP Sutstation—Loop or tie ne on gm 
circuit— Manvel sectionalization, manual 


Two-feeder Duplex Substation—-Loop or tie subtransmission 
circvit— Automatic sectionalization, menuel selection. 


a 


Three-or-more-feeder Spot Network Substation—lLoop or tie 
subtransmission circuit— Automatic sectionalization. 


en Seer ree 
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SUBSTATIONS with A FUTURE 
...lower power distribution costs 


The system planning you do today must allow for future 
load growth, and load shifts... if lower power distribu- 
tion costs are to be realized. The substations vou choose 
now will help make this possible .. . if they are designed 
uitth a future! 
The Westinghouse Coordinated Substations, shown 
here, have this “allowance for the future’. They not only meet today’s load demands, but 


provide the flexibility vital for future changes in load requirements. They Become One 


of Your First Steps in Lowering Power Distribution Costs. Theit design is a result of today's 


modern power distribution trends. These trends are reducing distribution costs by 
simplifying systems and standardizing equipment. Simplifying subtransmission circuits 
reduces the amount of equipment used. Standardizing equipment results in production 
savings that are passed on to you 

Due to the compactness of these Substations, “blocks of power” can be easily and 
economically added or removed to take care of increased load requirements, load 
shifts or relocations. You realize maximum salvage value. 

For more complete information, get your copy of the Coordinated Substation Book, 
B-4061. Ask your Westinghouse representative for it, or write Westinghouse Electric 


Corporation, P. O. Box 868, Pittsburgh 40, Pennsylvania }-60728-A 


COORDINATED 
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Learn WHY more than 1000000 feet 


of G-E GAD-FILLED CABLE is giving 
satisfactory service = 


Write for this FREE booklet, 
today 


explains the principle of self- 


supervision 


lists the advantages of gas-filled 


b> 
a 
> 
P| 


ble 


v 


describes the three types of gas- 


filled cable 


‘tf 


Section W21-1027 
Construction Materials Department 


e 


General Hlectric Compoeny di grams Cypic il g as-hilled cable 


/ 
és 
? 


Bridgeport 2, Connecticut nstallauons 


Nome shows how you can effect size 


able savings through the use of 


Cempe 


G-E gas-filled cables 
Address 


ae 


be sure Of getting your copy of 


bes amformative 12-page booklet 


7 send the coupon at left, today 
OW COnfute NLC 217 
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MANUFACTURERS and MARKETS 


NEW WAREHOUSE of Gencrol Electric Supply Corp hos been warehouse facilities on Oakland side of Sen Froncisco Boy. E. W 
opened in Emeryville, Calif. One-story, 71,000-sq-ft building and Garcio, Oakland manager, has moved his headquorters to new build 
equipment, which cost about $500,000, more than triple company’s ing. Customer parking spece is provided on the 104,000-sq-ft lot 


TV Manufacturers Plan 
° ° erners expect copper fabricating indus nonopoles. Regulat s already have 
Educational Campaign es » | attracted to the Salt Lake n issued tor 4 Lit | 1. G. Farber 


aio Manufacturers t gion as a result e! ‘ ine and X main steel 
neh an exten fir dav the new plant turne firms | e] to decartelize 
tons of copper wire bar , n industry w * turned over te 


Oe on a da‘ with 


Transformers to Have 
Anti-Corrosion Finish 


Pena re eee Tenet 


Subsidiary of A-C Buys 
Iron Works in Canada 
Chalmers K le Ltd » Ca 


Kennecott Copper Opens 
New Refinery in Utah 


t ( 


Siemens, AEG to Be Split 


| Weer 4 


rather thar 


ELECTRICAL WORLD © October 30 





SALES ASSIGNMENTS 


COMPANY STAFFS 


Westinghouse Electric Corp Foxboro Co, fox 


. ; A 


Kaiser Expands Building 
Program at Mead Plant 


{ ( 
Clark Controller Co, | and, has ap 
iW ! er man 


r } 


; 
hil | 
“qyuare . 


Combustion Engineering-Superheater, 
Ine, \ lork ¢ t 


Motor-Generator Orders 
Down in Second Quarter 


i) 
Cutler-Hammer 


MANUFACTURING BRIEFS 


Production 


National Electric Products Corp 


M t His 


General Electric Co'« 4 


Posts ar growth 


Westinghouse Electric Corn 
} R vy New Eng! 


REPRESENTAT 


“tandord Transformer 


Sola Fb leetric 
Prices . 
Oct. 23, 1950 


tin mines 


Products. Tne 


UW 
\\ 
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NEW EQUIPMENT 


Westinghouse Electric Corp. Box 
2099, Pittsburgh 30, Pa 


Transformer Finish 


y { five tons is 


LC Handi-Crane 
indi 


ing of ma 


istrial plants 
fon a Minne 
Il tractor 


on thus na ! ‘ attacks insul t 
e lt hp in Book No. 22 " Moloney Electric Co, St. Loui 
Link-Belt Co, 307 NN. Michigan Ave. - 


Chicago 1. HL e 


Cable Entrances 


Recanpiess of type o lation © 
ed te towing se ee 
covering, Type RB cable « neces Clyde Tron Works. Ine. Duluth 
portedly usable on all powe cor Minn 
trol or t 


possible 


ing of the 


eT 


rane 


that inherent char 

terial prevent ent 

migration of ¢ | 

the companys 
ble bores 

with these entrar 
Type RB ents 


separate! f 


= oath ha lai aanheidide pies vate 


electrical ecuipment 


G & W Electric Svecialty Co, 7780 
Dante Ave, Chicago 19, IL. 


Draw Bar 
Laminate 


PuMp-OrrrkaTep OO} 


io draw bar pul 
ISTERINE t 


luit holes on metals 
1} i ip Uv Thirty pour j pressure 
coid #602 iou sal ¢ , h and produces 12,000 Ib on 
Gear Hardening Machine temperature of 25 ; t Manufacturer cl 


¥ cu in ] ‘ 4tris 
wer factor “ hermosetting that danger of rt circuiting adjacent 
( RODU CTION sting ) . 
—_ ind that the meta 
gears is pe 
qwency earit 


distorted. Draw bar 
- & t storme o pertorn n any position, wit 

the , etal i vacuum ’ 1 

he Im ict i hoard r } nee oar mizvontal angies 

e KF gener f ns t 

generator set, and ot! equ this , " ' 

re a eee Bese s os ; 
arden shaft ’ , Mica Insulator Co, 797 Broadway Patierson Equipment Co, P. O. Box 

Schenectady 1, N. Y. 163, Denair, Cal. 
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Electrical Business Outlook 


fe -- 1047-106 Bi Li Rane 

Per DEL OF PRODUCTION IN 

yo) POWER CONSUMING ate 

+ | INDUSTRIES VS L , ee eee 
INDUSTRIAL ENERGY SALES | 1 - Screen é 


| 
aes 


vA 
¥ 


’ 
r a 


‘ 


use of this index 
ung industries, So 
tter with undustrial power sales than does 


leg) = them t ‘ deral Reserve index. And it will 
igo! 
| 960, 
hth din te d— bh edo 
k Twin iste | ’ nth s t reicat Wortp will als« 


‘ 


ov ‘ te ost ‘ rt industrial power sales. Thus 
NEW INDEX shows activity in the industries which ore heaviest . : 
the will show a really current trend in both indus 
power consumers For data on individual industries, write the Business 


Outlook Editor, Electricol World, 330 W. 42nd St, New York 18,N Y on and power sales to industry. 


Industrial Power Sales Zoom Be Conservative in Predicting Power Sales 


ost straight up! But it's 

ore conservative in projecting sales 
Many plants have boosted pro 
because of Korea And the increas 


followed tase usual 


equiremetrts aflexs 
nswer pre tty clearly 
lustrial demand 

| and commercial 


peak this year 


“PEAK LOAD 


New Chart Is Industrial Production Index . He 
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durasheati 


Durosheath Is Versatile 


Durasheath Is Safe, Dependable and 
Economical t I 
I t I 


touch °* 


So 
< 
ow 
—Y 
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— 
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LEARN THE FULL DETANLS of liow and whi : ie 
1) ishe ith « ili do Ltnore ¢ fhic wnt safe ‘p . * a6 
. 4 , 
bea teen anatel the ground—=jn one continuotts.cin, 
r nearest Anaconda Sales Office o1 ¢ $ 2 a 
oda naconda Wire & Cable ¢ ompan ‘eg #3 
} j New York 


the right cable for the job 
WIRE 





°P* FEATURES 
S 10 YOU! 


N 
a 


LOW VOLTAGE BREAKER, interna! LIGHTNING ARRESTERS, either © CHUCK TYPE CONNECTORS elim- 
ly mounted, protects agoinst all second expulsion of valve type, assure com- incte oll exposed five parts. To make 
ery overloeds and short circuits. plete high voltage surge protection connection, simply insert lead, rotate housing. 
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} 


ia 
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TANK DISCHARGE GAP provides LOW VOLTAGE NEUTRAL. GAP SIGNAL LIGHT, HOOKSTICK RE- 


poth for surges on units where un provides surge protection for LV wind SET and emergency service restoration 
@rounded tonk proctice is used. ing. Can easily be replaced with ground strap lever are mounted in one compoct assembly. 


Simplified Installation . .. Fewer Outages ... Visual Load Checks 
Mean Money Saved on ACP Transformers with Premium Protection 


EEP TAB ON SYSTEM LOADING 
You also eliminat load 


c t .O as mbiung f checks requiri >? 
heid I t © 


FEWER OUTAGES, INCREASED CAPACITY 


ALLIS-CHALMERS, 932A SO. 70 sf” 
MILWAUKEE, WIS 


ALLIS-CHALMERS — 





